Reads er 


Code for Lifting 
Appliances in a 
Marine Environment, 
July 2008 


Effective Date of Latest 
Amendments: 


See page 1 


Issue date: April 2009 


Lloyd’s Register is an exempt charity under the UK Charities Act 1993 


Lloyd's Register, its affiliates and subsidiaries and their respective officers, employees or agents are, individually and collectively, referred to in this 
clause as the ‘Lloyd's Register Group’. The Lloyd's Register Group assumes no responsibility and shall not be liable to any person for any loss, 
damage or expense caused by reliance on the information or advice in this document or howsoever provided, unless that person has signed a 
contract with the relevant Lloyd's Register Group entity for the provision of this information or advice and in that case any responsibility or liability is 
exclusively on the terms and conditions set out in that contract. 


CODE FOR 
LIFTING APPLIANCES 
IN A MARINE ENVIRONMENT, 
July 2008 


Notice No. 2 


This Notice contains amendments within the following Sections of the Code for Lifting Appliances in a Marine 
Environment, July 2008. The amendments are effective on the dates shown: 


Chapter Section Effective date 


General Regulations 1, 2,3, 4,5,7,8 1 April 2009 


The Code for Lifting Appliances in a Marine Environment, July 2008 is to be read in conjunction with this 
Notice No. 2. The status of the Rules is now: 


Code for Lifting Appliances in a Marine Environment Effective date: July 2008 
Notice No. 1 Effective dates: 1 November 2008 & Corrigenda 
Notice No. 2 Effective date: 1 April 2009 


General Regulations 


General Regulations 


Effective date 1 April 2009 


E Section 1 


1.1 Lloyd's Register (hereinafter referred to as “LR”, which is recognised under the laws of the United Kingdom as a 
corporate body and a charity established for the benefit of the community, was founded in 1760. It was established for the 


purpose of producing a faithful and accurate Slassifisatien—eHMershantShipping classification of merchant shipping. lt now 
primarily produces Slessifisatien classification Rules. 


El Section 2 


2.1 LR remains the sole classification society in the LR Group. LR is managed by a Board of Trustees (hereinafter referred 
to as ‘the Board’). 


The Board has: 


Appeinted appointed a Classification Committee and determined its powers and functions and authorised it to delegate certain of 
its powers to a Classification Executive and Devolved Classification Executives; 
Appointed appointed Technical Committees and determined their powers, functions and duties. 


E Section 3 


3.1 LR's Technical Committee is at present composed of a maximum of 80 members which includes: 

Ex officio members: Fore 
e Fhe Chairman Imkerei EEE Of LR ..........ooocorococcnonacononnccnnonoconorononaranonararanioconororono rocosa rinanaricanararenisnnss + 

e The Chairman of the Classification Committee of LR................csseeeesseeeeseeeensenensnennnnnnnnnnnnnennnnnenennnnnnssnnesnnnennnnnen + 


Members Nominated by: 


a 48 
cc CAN O 

+. - -Th8:Royal.Institutiom:ot:Naval-Architeets u. ste a Re Bar eked 2 
e = Fhe Institution of Engineers and Shipbuilders in Scotland ..........uussenenrnsnneeerereennnnnenen nennen en nenn nennen ernennen 2 
e = Fhe Institute of Marine, Engineering, Science and Technology zneeeeeeeeeesenensnnnnnn nennen nennen ernennen nn neerennnnnen 2 
° InsututeronMaterialssMineralSzamcliMininGirsees neem cece ER eee 1 
. Elonotrable Company Maso A 2 
22) Sto MORENA o 1 
OSM mern ee ee ee een 1 
2 LWVSICIMOMISTEU TS tree ee ee seen 1 
a FH j j 2 
e The Shipbuilders' and Shiprepairers' Association 0... e ee tert eee en tAE nnnnenennn nn nennen ernennen 2 
a PAR Ze + 
e The Society of Consulting Marine Engineers and Ship Surveyors ......eessssssensnnnnnennnnnnnnnnnnnnnnn nn nenne ease eaeeeeeeeeeees + 
SE COMMENYOREUrOpPSaANkONpyardStAsSSociations TS uen EEE 1 
. SOCIE NOM OO 2 
. European Marine!EqQUuUIPmENESOUNEI IE Eee een are een A ee 1 
. chamberokShpopno m. SR E A Tn evr ree eee eee 1 
2 + 
a 

a 

a 

a 

a 

a 

a 

a 

a 

e Greek Shipping Co-operation Committee ........ueenssnsnensnsnsnnnnnnnnnnnnnnennnnnnnnnnnnnnnnennn nn nennen nennen 1 
ee keimational Association OL@ilanciGas prodUceiSaeee EEE REEL 1 


General Regulations 


3.2 In addition to the foregoing: 

(a) Each National or Area Committee may appoint a representative to attend meetings of the Technical Committee. 

(b) A maximum of five representatives from National Administrations may—wHth+he-cerser+-ofthetechricatCoramites; be 
co-opted to serve on the Technical Committee. Sueh+epresertatives Representatives from National Administrations may 
also be elected as members of the Technical Committee under one of the categories identified in 3.1. 

(c) Further persons may-with-+he-corsernt+oftthe—techricatCorarittee, be co-opted to serve on the Technical Committee 
by the Technical Committee. 


3.4 The function of the Technical Committee is to consider: 

(a) any technical issues connected with LR’s marine business; 

(b) any proposed alterations in the existing Rules; 

(c) any new Rules for classification; 

Where changes to the Rules are necessitated by mandatory implementation of International Conventions, Codes or Unified 
Requirements adopted by the International Association of Classification Societies these may be implemented by LR without 
consideration by the Technical Committee. 


3.5 The term of office of the Chairman and of all members of the Technical Committee is five years. Members may be 
re-elected to serve eRe an additional term of office with the approval of the Board. The term of office of the Chairman may be 
extended with the approval of the Board. 


3.6 In the case of continuous non-attendance of a member, the Technical Committee may withdraw Risfher membership. 


3.7 Meetings of the Technical Committee are convened as often and at such times and places as is necessary, but there is 
to be at least one meeting in each year. Urgent matters may be considered by the Technical Committee by correspondence. 


3.8 Any proposal efthe—Feehricat-CGeramittee involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for 
Classification is subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification 
other than Part 1, Chapter 1, will; following consideration and approval by the Technical Committee; either at a meeting of the 
Technical Committee or by correspondence, be submited recommended to the Board for adoption. 


| Section 4 


4.1 LR's Naval Ship Technical Committee hereinater+referrecdto-—as—the-NSTC- is at present composed of wee a 
maximum of 50 members and includes aeminees-ef: 

Ex officio members 

. Chairman and Chief Executive Officer of LR 


Member nominated by: 

Naval Ship Technical Committee; 

The Royal Navy and the UK Ministry of Defence; 

UK Shipbuilders, Ship Repairers and Defence Industry; 
Overseas Navies, Governments and Governmental Agencies; 
Overseas Shipbuilders, Ship Repairers and Defence Industries; 


4.3 All members of the NSFS Naval Ship Technical Committee are to hold security clearance from their National Authority 
for the equivalent of NATO CONFIDENTIAL. All material is to be handled in accordance with NATO Regulations or, for non-NATO 
countries, an approved equivalent. No classified material shall be disclosed to any third party without the consent of the 
originator. 


4.4 The term of office of the NSFS Naval Ship Technical Committee Chairman and of all members of the NSFS Naval Ship 
Technical Committee is five years. Members may be re-elected to serve ere an additional term of office with the approval of the 
Board. The term of the Chairman may be extended with the approval of the Board. 


4.5 In the case of continuous non-attendance of a member, the NSFS Naval Ship Technical Committee may withdraw that 
perser+s membership. 


General Regulations 


4.6 The function of the NSFS Naval Ship Technical Committee is to consider technical issues connected with Naval Ship 
matters and to approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. 


4.7 Meetings of the NSFS Naval Ship Technical Committee are convened as necessary but there will be at least one 
meeting per year. Urgent matters may be considered by the Naval Ship Technical Committee by correspondence. 


4.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification of Naval Ships is 
subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification of Naval Ships, 
other than Part 1, Chapter 1, will following consideration and approval by the Naval Ship Technical Committee, either at a 
meeting ofthe Naval Ship Technical Committee or by correspondence, be recommended to the Board for adoption. 


4.9 The Naval Ship Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(o) co-opt to the Naval Ship Technical Committee, or to its sub-Committees or panels, representatives of any organization or 
industry or private individuals for the purpose of considering any particular problem. 


E Section 5 


(Part only shown) 

5.1 LR has the power to adopt, and publish as deemed necessary, Rules relating to Stassifisatien classification and has (in 

relation thereto) provided the following: 

(c) All reports of survey are to be made by Sumeyers Surveyors authorised by members of the LR Group to survey and report 
(hereinafter referred to as 'the Surveyors') according to the form prescribed, and submitted for the consideration of the 
Classification Committee. 


| Section 7 


7.1 LR has the power to withhold or, if already granted, to suspend or withdraw any ship from class (or to withhold any 
certificate or report in any other case), in the event of non-payment of any fee to any member of the LR Group. 


m Section 8 


8.1 When providing services LR does not assess compliance with any standard other than the applicable LR Rules, 
international conventions; and other standards agreed in writing. 
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